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Application for patent on this block and wall was filed May 10, 1905, and has not yet been granted. The bond is the same as that of the American Hydraulic Stone Co.'s two-piece system. (See Plate X.)
No. 776,409.
PATENTED NOV. 29, 1904.
A. C. MATHER & M, F, BOWEN. BUILDING BLOCK.
APPLICATION TILED JUKE 23, 1903.
PLATE XII.    Mather  and  Uowen  Patent.      (Owned by American   Hydraulic
Stone Co.)
Attention is called to Patent No. 776,409 to A. C. Mather and M. P. Bowen. Plate XII. shows the plan of this block, which when laid up becomes a well-bonded wall with a hollow back, to the channel projections, on each block of which wire lath is attached for